STATUTES AT LARGE

This Regulation is promulagted and adopted under the authority granted the
Commission in Sections 4 and 12 of Act 211 of the Acts of 1945.
REGULATION NO. 18 IS HEREBY RESCINDED AND THE FOL-
LOWING REGULATION IS HEREBY SUBSTITUTED IN LIEU
THEREOF AND TO BE KNOWN AS REGULATION NO. 18.
REGULATION NUMBER 18
(Filed Secretary State's office March 29, 1949.)
Hereafter when free goods are given to any retail liquor dealer it shall be
shown on the invoice from the distiller to the wholesale liquor dealer and on
the invoice from the wholesaler to the retailer and the retail liquor dealer shall
be charged with the gross profits tax just the same as on other goods sold,
and all free goods for retailers shall be delivered through a -licensed wholesaler.
This Regulation shall not apply to free goods withdrawn fron the whole-
saler by the distiller, which is not to be used for re-sale or that given as
samples or used personally by the distiller's salesman.
This Regulation is promulgated and adopted under the authority granted
the Commission in Sections 4 and 12 of Act 211 of the Acts of 1945.
March 24, 1949
REGULATION NO. 19
(Filed Secretary State's office June 10, 1949.)
Wholesale and retail.liquor dealers are hereby prohibited from selling al-
coholic liquors on credit.
June 7, 1949.
Act 701 of 1948 Acts and Joint Resolutions
An Act To Regulate The Manufacture, Renovation, Alteration, Steriliza-
tion, Sanitation, Sale, Etc., Of All Bedding; To Provide For The Labeling
And Inspection Of Same And To Provide A Penalty For The Violation
Of The Provisions Hereof.
REGULATIONS ISSUED BY THE STATE BOARD OF HEALTH
UNDER THE ACT OF MARCH 31, 1948 TO REPLACE PREVIOUS
BEDDING REGULATIONS ISSUED BY THE BOARD OF
HEALTH UNDER THE ACT OF MAY 29, 1941
Adopted July 13, 1949
STERILIZATION, LABELING AND RENOVATION OF BEDDING
AND BEDDING MATERIAL.
1. The sterilization oif bedding and bcddhlig materials sliall be in accordance
with one of the following methods:
(a) The )ry ltcal Method: Loose materials or bedding shall be cuhjected
to dry heat at a temperature of 230 d'egrees F. and maintained at that ten-
perature for at least sixty (60) mintes. I)ry heat sterilization apparatus shall
he equipped w ith a suitable recordiig 1hermnometer and with such control dle-
vices as will provide an adequate control of the temperature ti be maitlained.
(b) The Sth (it Ahflhd: Loose materials or bedding shall be subjected to di-
rect steaml under a pressure of 15 pounds per square inch amd maintained at
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